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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 036608 
ORIGIN HEW-06 

INFO OCT-OI EUR-I2 10-13 ISO-00 OES-06 /038 R 

DRAFTED BY DHEW/FDA: JRWEINROTH, MD.:CCK 
APPROVED BY OES/APT/BMP: WJWALSH, III 
DHEW/PHS/OASH/OIH: RFISCHER 
EUR/EX:JLTULL(INFO) 

180524 083303/11 

R 172002Z FEB 77 
FM SECSTATE WASHDC 
TO AMEMBASSY PARIS 
USMISSION GENEVA 
AMEMBASSY BERN 

UNCLAS STATE 036608 

E.O. 11652: N/A 

TAGS: OTRA, OCON, TBIO, ER, SZ 

SUBJECT: FDA REPRESENTATIVE ATTENDING INTERNATIONAL 

MEETING AND CONFERRING WITH WHO OFFICIALS 

1 . FDA ADVISES THAT DR. PETER PARAS, DIRECTOR, DIVISION 

OF RADIOACTIVE MATERIALS AND NUCLEAR MEDICINE, BUREAU OF 
RADIOLOGICAL HEALTH WILL BE IN EUROPE APRIL 22-MAY 2, 1977. 

DR. PARAS WILL ATTEND THE 4TH INTERNATIONAL CONGRESS OE THE 
INTERNATIONAL RADIATION PROTECTION ASSOCIATION AND WILL 
PRESENT A PAPER ENTITLED "QUALITY CONTROL WORKSHOP IN NUC- 
LEAR MEDICINE". DR. PARAS WILL MEET IN GENEVA WITH WHO 
OFEICIALS TO CONFER ABOUT THE ROLE OF THE BUREAU AS A WHO 
COLLABORATING CENTER EOR NUCLEAR MEDICINE. 

2. ASSISTANCE OF EMBASSIES AND MISSION WILL NOT BE RE- 
QUIRED. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEDICAL PERSONNEL, VISITS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 17-Feb-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE036608 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JRWEINROTH, M.D.:CCK 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770057-1130 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770230/aaaabaxt.tel 

Line Count: 55 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: cc9217c5-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN HEW 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 26-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3292965 
Secure: OPEN 
Status: NATIVE 

Subject: FDA REPRESENTATIVE ATTENDING INTERNATIONAL MEETING AND CONFERRING WITH WHO OFFICIALS 
TAGS: OTRA, OCON, TBIO, FR, SZ, (PARAS, PETER) 

To: PARIS GENEVA MULTIPLE 
Type: TE 
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